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VITREOUS : 
VP rence WEISWAY 

ENAMEL 
CONSTRUCTION—This cabinet shower is a leak-proof unit assembly. Base frame, re- 
ceptor, sectional walls, corner locking members and top frame (with or without top- 
ceiling unit) are assembled at point of installation. Each simple operation can be done 
easily and quickly from the inside of the cabinet itself. No bolts or screws are visible 
inside or outside of the cabinet—only 4 machine screws with nuts (all concealed) are 
used. Simplicity of design and precision of manufacture assure quick, fool-proof assem- 
bly at low cost. All exterior surfaces are flush. No projecting outside members to inter- 
fere with room walls or trim. The finished installation in appearance, use value and 
durability will satisfy the most critical appraisal. 


WALLS—Armco Iron. Standard finish on interior and front faces of entrance stiles— 
white vitreous porcelain enamel with black trim. Available in other colors in shades 
that will harmonize with colored bathroom fixtures of other manufacture. Standard fin- 
ish on exterior sides and back for recessed types—black ground-coat vitreous porcelain 
enamel. When either or both sides or back are exposed they are finished to match in- 
terior, if so ordered, at extra charge, as noted below in “Optional Features’. Corner lock- 
ing members and top frame—black WEISWAY baked enamel. Top-ceiling unit with 
Shower-lite, glass shower door and entrance adapter frame for tiling in entrance fur- 
nished at extra charge as noted below in “Optional Equipment”. 


RECEPTOR—Armco Iron, one piece, vitreous porcelain enameled. Exterior—jet black. 
Interior—textured green on black. Floor—FOOT-GRIP—NO-SLIP surface. Cast waste 
and strainer, threshold and exterior trim—all brass chrome plated. Base frame—Armco 
Iron, black vitreous porcelain enamel. 


STANDARD EQUIPMENT—Brass chromium plated: 1. SVP 
two-valve combination unit. (See illustration page 9.) 2. Ad- 
justable, water-saver type, self-cleaning head. 3. Cast brass 
waste and strainer for 2’ pipe, inside caulking. 4. Soap dish. 
5. Curtain rod. (Curtain and rings not included but furnished 
at extra charge—see “Optional Equipment’’ below.) 





Bold face indicates most frequently 
used models. 























| LIST PRICES . 
ea Cat. No. Code ~—sShipping FOR RECESSED TYPES Approx. Freight 
Woy D oH Weights White Other Colors Your City 
au 32 x 60. 3032 VP POKN 390 lbs. $153.00 $163: 00 ee eee 
30" x 36" x 80" 3036 VP PLTN 410 lbs. | 173.00 183.00 ———— 
32" x 30" x 80" 3230 VP PEDS 390 lbs. | 153.00 163.00 Dees Bt eee eee Shae 
320k Som OU s 32 VP PWLS 390 lbs. 158.00 168.00 See ORR A TY 
82 xX 06.0x 80. 3236 VP PTOV 410 lbs. 173.00 IRS HO [0 © 9 || Scents eas 
36 X60 nc 00" 3630 VP PZUG 410 Ibs. 173.00 1:83:00 em epes (ecco ee eee 
COMEO ZOOM 3632 VP PXUN 410 lbs. 173.00 183,008) y | cee et 
36” x 36” x 80” 36 VP PBOK 420 lbs. | 173.00 183.00 3 eee eee 
36" x 42" x 80” 3642 VP PYXK 460 lbs. 185.00 LO5;0GS yee ee ees 
42" x30 +x 80: 4230 VP PNBT 440 lbs. 185.00 1:95:00 ieanh ese ee ee 
AD SA x OO. 4232 VP POBJ 440 lbs. 185.00 T95'002 9 Vier ee 
42” x 36” x 80” 4236 VP PADN 460 lbs. 185.00 195:00 : ae es eee 
Ad x 420-2 90. 42 VP PLZU S00 lbs. | 192.50 202:50 Seinen |p eee eee Comer Eaten odeie 
Corner Entrance Mod. | Nos. 36 VPC and 42 VPC 
36” x 36” x 80” 36 VPC PUDX 420 lbs. | 185.00 195-000 
42" x 42" x 80" 42 VPC 900 lbs. Prices do not include cur- 





tain ad ek top-ceiling 
unit, shower oor or en- 
LOCATION LAYOUTS trance adapter frame. 
POLE LE LLL. a6 LLLIA- IMPORTANT 
WHEN ORDERING 
Indicate location layout 
and include extra for fur- 
nishing any exposed ex- 
terior sides to match in- 
terior. If other than stan- 
dard color desired, submit 
sample. State whether fix- 
ture drillings are required 
on right or left hand side 
of cabinet when facing. 








y 








Corner Entrance 
Fixtures 
Fixtures Right and Left Hand Right or Left Hand 


Typical Battery With Pipe Space 


Right Hand Corner 
Enclosed by Filler Plate 


Recessed Left Hand Corner 1 
Fixtures Fixtures Fixtures 


Right Hand 
OPTIONAL FEATURES AND EQUIPMENT 


Addition of black vitreous porcelain enameled entrance 


Right or Left Hand Left Hand 


For right hand corner, left hand corner, or semi-recessed 
cabinets with all or a portion of one exterior side exposed 
and finished to match interior of cabinet.__..... Add List $10.00 


For two exterior sides exposed and finished to match in- 


CNIOMIUMe TINGS # a6 oe ee ee eee Add List $3.00 
Addition of top-ceiling unit, including WEIS SHOWER-LITE, 
but no electrical equipment... Add List $12.00 


Filler plates to enclose pipe space between cabinets in bat- 
teries. See page 10. Standard sizes: 6" plates (for 4" pipe 
space) and 10” plates (for 8” pipe space)...Add List $10.00 
Filler plates other than standard sizes............ Add List $12.50 


Joint strips between abutting cabinets in batteries not necessary 
on VP WEISWAY model. 
_.... Add List $5.00 


Entrance offset 5° on models 42 wide 
Addition of Weis High-Door, including preparation of 
cabinet for door. Specify right or left hand door hinge. See 
opposite page Prone Meese Add List $80.00 
Addition of brass chromium plated entrance adapter frame 
and trim for adaptation of cabinet entrance to marble, 
glass, or tiled-in front. (See page 7.)_........m.Add List $45.00 
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adapter stiles for adaptation of cabinet entrance to marble, 
glass, or tiled-in front. (See page 7.)_.... Add List $12.50 
Special Drilling: Vitreous porcelain finish requires that VP 
WEISWAY cabinets must be drilled at factory when valves 
and head furnished by others. Send diagram location and 
size of holes, or state make and plate number Add List $5.00 


Omission of valves and head.....-.....-2.-------- Deduct List $7.50 
Substitution of WCM mixing valve and head (see page 9) 
including special drilling required... Add List $8.50 


Substitution of UHS Weis diverter valve combination with 
upper head and low hose-spray attachment for “Baby 
Shower’ and “Less Active Shower” as illustrated on page 
8, including special drilling required... Add List $16.50 
Substitution of UHL Weis diverter valve combination with 
upper and lower heads, and Junior curtain for “Growing 


Children Shower” as illustrated on page 8, including 
special) drilling yrequited =.= = eae Add List $19.50 
Substitution of UHF Weis diverter valve with upper head 
and ‘Foot Shower” combination as illustrated on page 8, 
including special drilling required... Add List $20.00 






































BW WEISWAY 


CONSTRUCTION—Same as VP WEISWAY 


WALLS—Galvannealed Steel. Standard finish inside and outside of all walls for either 
recessed or exposed installations—White WEISWAY baked enamel. (Other colors at 
small extra cost. Also furnished baked prime coat for finish by others.) Corner locking 
members and top frame—black WEISWAY baked enamel. Top-ceiling unit with Shower- 
lite and glass shower doors furnished al extra charge as noted in “Optional Equipment.” 


RECEPTOR—Armco Iron, one piece, vitreous porcelain enameled. Exterior—jet black. 
Interior—textured green on black. Floor—FOOT-GRIP—NO SLIP surface. Threshold— 
black vitreous porcelain enameled. Cast waste and strainer—brass chrome plated. Ex- 
terior trim—brass, black baked enamel finish. Base frame—galvannealed steel, black 
baked enamel finish. 

STANDARD EQUIPMENT—Brass chromium plated: 1. CWX two-valve combination unit. 
(See illustration page 9.) 2. Adjustable water-saver type, self-cleaning head. 3. Cast 
brass waste and strainer for 2” pipe, inside caulking. 4. Soap dish. 5. Curtain rod. 
(Curtain and rings not included but furnished at extra charge—see “Optional Equip- 
ment” below.) 


Walls ordered with prime coat finish must be painted or enameled by others after 
installation. 


Prices do not include curtain and rings, top-ceiling unit or shower door. 


IMPORTANT WHEN ORDERING—State whether fixture drill- 
ings are required on right or left hand side of cabinet when 
facing. State color desired. If other than standard color de- 
sired, submit sample. 






















Shs Shipping LIST PRICES Approx. Freight 





w D H CatNo. Code Weights Other Prime Os. 
j White Colors Coat __ Your City 
CYA oe SYA sreltsl ay” 32VS VELZ 330 lbs. $116.00 $121.00 $108.50 eee eee 
36" x 36” x 80” 36VS VOSR| 390 lbs. 121.00 126.06 119-502) ee 
36” x 42” x 80" 3642VS VIZU | 440 lbs. 131.00 136.00 123500 eee 
AVS Sealey” Sets 4236VS VUEP| 440 lbs. 131.00 136.00 123.50 set Oe 
Corner Entrance Mod. 
Bl siecle Sctsh0)h 36VSC| VROB 390 lbs. 131.00 136.00 





OPTIONAL FEATURES AND EQUIPMENT 


Addition of curtain, 100% preshrunk white Omission of valves and head_Deduct List $3.50 
duck, with chromium rings........ Add List $3.00 Substitution of SVP two-valve unit and head, 
Nddition#ot top-ceiling unit, including WEIS© “page 9.2.2 ae et Add List $7.00 
SHOWER-LITE, but no electrical equipment 
pee Fee Tye ee, Add List $10.00 


Filler plates to enclose pipe space between 


Substitution of WCM mixing valve and head, 
DOGG Oa eas Oe ee ee Add List $10.00 





Corner Entrance Model 


cabinets in batteries. See page 10. Standard 


Substitution of UHS Weis diverter valve com- 


No. 36VSC ; ” ae 7 
sizes: 6 plates (for 4” pipe space) and 10’ bination with upper head and low hose-spray 
plates (for 8” pipe space)............ Add List $5.00 attachment for “Baby Shower” and “Less Ac- 
e Special size filler plates... Add List $7.50 tive Shower” as illustrated on page 8........ 





Joint strips between abutting cabinets in batteries 
not necessary on BW WEISWAY model. 


Addition of Weis High-Door, including prepa- 
ration of cabinet. Specify right or left hand 
hinge. See below... Add List $80.00 


Addition of Weis Low-Door, including prepa- 
ration of cabinet. Specify right or left hand 
hinges SCeEpAger 4 === Add List $42.50 


SPECIAL DRILLING: BW WEISWAY Cabinet will be 
drilled for valves and head furnished by others at no 
extra charge. Send diagram location and sizes of 
holes, or state make and plate number. 


WEIS HIGH-DOOR 


Add List $18.50 


Substitution of UHL Weis diverter valve com- 
bination with upper and lower heads and 
Junior curtain for “Growing Children Shower’ 
as illustrated on page 8__......... Add List $21.50 


Substitution of UHF Weis diverter valve with 
upper head and ‘Foot Shower’ combination 
as illustrated on page 8.............. Add List 22.00 


EQUIPMENT NOT AVAILABLE FOR BW WEISWAY 
MODEL: Entranceadapter frame for tiling-in front. 


The Weis High-Door of attractive ventilator design, as illustrated at left, is available on the 
VP WEISWAY and BW WEISWAY cabinets only—see “Optional Equipment’ for prices. The 


entire unit is of the highest quality and most practical con- 
struction. The door jambs and frame with integral one-piece, 
full‘length hinge are of solid extruded bronze, heavily chro- 
mium plated. Doors hinge either right or left hand and regu- 
larly swing out. Clear or obscure glass is optional. Crated 


weight, 135 lbs. 
WEIS SHOWER-LITE 


The WEIS Shower-Lite and bracket to receive electrical equip- 
ment are furnished with all top-ceiling units. Adaptable oniy 
to VP WEISWAY and BW WEISWAY models. (See “Optional 
Equipment” for prices.) The top-ceiling unit is furnished in 
white WEISWAY baked enamel. It should be used when space 
above cabinet is to be completely enclosed or when provision 
for steam-vapor bath desired. Otherwise, its use is optional. 





The Shower-Lite bowl of opalescent glass is 134” deep and 
514” in diameter with brass chromium plated frame hinged for 


easy access to lamp. 
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WEISWAY STANDARD 


WALLS—Special processed galvanized steel. Standard finish 
inside and outside of all walls for either recessed or exposed 
installations—Pastel Green WEISWAY baked enamel. (Other 
colors at small extra cost. Also furnished baked prime coat 
for finish by others.) Corner assembly members and top 
frame—black WEISWAY baked enamel. 


RECEPTOR—Armco Iron, one piece, vitreous porcelain enam- 
eled. Exterior—jet black. Interior—textured green on black. 
Floor—FOOT-GRIP—NO-SLIP surface. Threshold—black vit- 
reous porcelain enameled. Cast waste and strainer—brass 
chrome plated. Exterior trim—galvannealed steel, pastel 
green baked enamel. Base frame—galvanized steel, black 
baked enamel finish. 


STANDARD EQUIPMENT—Brass chromium plated. 1. CWX 
two-valve combination unit. (See illustration page 9) 2. Ad- 
justable, water-saver type, self-cleaning head. Cast waste and 
strainer for 2’’ pipe, inside caulking. 4. Soap dish. 5. Cur- 
tain rod. 6. White duck curtain, 100% preshrunk, with 
chromium rings. 


Walls ordered with prime coat finish must be painted or 
enameled by others after installation. 
Prices include curtain and rings. 


IMPORTANT WHEN ORDERING: State whether fixture drill- 
ings are required on right or left hand side of cabinet when 
facing. State color desired. If other than standard color de- Corner Entrance Model 
sired, submit sample. No. Cc 





LIST PRICES 
Other Colors 
$83.50 

88.50 


98.50 


Size Shipping 
D H | Cat. No. Code Weights 


CVA Syne a lhoys 32 VR SPVO 280 lbs. 
36" x 36" x 76” 36 VR SPZU 300 lbs. 


Corner Enirance Model 
36 VRC SPKE 310 Ibs. 


Approx. Freight 


Pastel Green To Your City 


$78.50 
83.50 


93.50 


- Prime Coat 





36” x 36" x 76" 





OPTIONAL FEATURES AND EQUIPMENT 


Filler plates to enclose pipe space between cabinet in bat- 
teries. See Page 10. Standard sizes: 6” plates (for 4” pipe 
space) and 10” plates (for 8" pipe space)... Add List $5.00 


Filler plates other than standard sizes... Add List $7.50 
Joint strips, 2" wide, for 34". space between abutting cab- 
inets in baiterics: 1s seems semen eee emer Bo Add List $5.00 


Addition of Weis Low-Door including preparation of cabinet. 
Specify right or left hand hinge. See Below..Add List $42.50 
Extended base frame, heights up to 10”. See below 

anes Hemera! fr REL lige. Os eet tee Request Quotation 


SPECIAL DRILLING: WEISWAY STANDARD Cabinet will be drilled 
for valves and head furnished by others at no extra charge. Send 
diagram location and sizes of holes, or state make and plate number. 


Omission of valves and head................-.......-- Deduct List $3.50 


Substitution of SVP two-valve unit and head, page 9 
oy Sek Ben NE es Le tae ah Ee talline Te Add List $7.00 


Substitution of WCM mixing valve and head, page 9 
Prem le sft Na cork Rarer noes iy es ee see ded 2 a EI § Add List $10.00 


Substitution of UHS Weis Diverter valve combination with 
upper head and low hose-spray attachment for “Baby 
Shower’’ and “Less Active Shower” as illustrated on page 
O PRE er SAE IEA eh Cie Ae as SO ene Add List $18.50 


Substitution of UHL Weis Diverter valve combination with 
upper and lower heads and Junior curtain for “Growing 
Children Shower” as illustrated on page 8...Add List $21.50 


Substitution of UHF Weis diverter valve with upper head 
and “Foot Shower’ combination as illustrated on page 8 
ee anata ol ee ses Se AT ee ee Add List $22.00 


EQUIPMENT NOT AVAILABLE FOR WEISWAY STANDARD MODEL: 
Top-ceiling unit with Shower-lite; entrance adapter frame for tiling- 
in front; Weis High-Door. 


SPECIAL HEIGHT BASE FRAME 
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WEIS LOW-DOOR 

The handsome Weis Low-Door, as illustrated 
at left, is available on BW WEISWAY, WEIS- 
WAY STANDARD, WEISWAY JUNIOR BUDG- 
ETEER and WEISTALL INTEGRAL cabinets 
only—See “Optional Equipment” for prices. 
The door frame and jambs are of reinforced, 
stainless steel, with specially designed 
hinges. Doors hinge either right or left hand 
and regularly swing out. Clear glass, only. 
Crated weight, 110 lbs. 


Standard base frames (supporting frame be- 
tween receptor and room floor) are 2” high. 
Extended base frames up to 10” high are 
available on special order at small extra 
charge making it possible to accommodate 
trap and waste line between receptor and 
room floor. Alteration to or trenching of floors 
is thus eliminated. Adaptable to WEISWAY 
STANDARD, JUNIOR, BUDGETEER and COT- 
TAGER models. Request quotation on special 
height desired. 








Available on special 
order in heights 
up to 10 inches on 





Waste Outlet 


2 Pipe-By Others 
Inside Caulking 


ats0or J 






[paste directly tn center ot 
DETAIL OF receptor each way 
SPECIAL 
EXTENDED aoe Late ee 
BASE FRAME 








WEISWAY STANDARD 
WEISWAY JUNIOR 
BUDGETEER and 
COTTAGER models. 
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Trap ~ By Others 
Style Optional 
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WEISWAY JUNIOR 


WALLS—Special processed galvanized steel. Standard Finish inside and outside of all 
walls for either recessed or exposed installations—Pastel Green WEISWAY baked enamel. 
(Other colors at small extra cost. Also furnished baked prime coat for finish by others.) 
Corner assembly members and top frame black WEISWAY baked enamel. 


RECEPTOR—Armco Iron, one piece, vitreous porcelain enameled. Exterior—black. Inter- 
ior—textured green on black. Floor—FOOT-GRIP—NO-SLIP surface. Cast waste and 
wrought strainer, brass chromium plated. Threshold and base frame, galvanized steel, 
black baked enamel. 

STANDARD EQUIPMENT—Brass chromium plated. 1. CWX two-valve combination unit. 
(See illustration page 9) 2. Adjustable, water-saver type, self-cleaning head. Cast 
waste and strainer for 2" pipe, inside caulking. 4. Soap dish. 5. Curtain rod. 6. White 
duck curtain, 100% preshrunk, with chromium rings. 


OPTIONAL FEATURES AND EQUIPMENT 


Filler plates to enclose pipe space be- 
tween cabinets in batteries. See page 10. 
Standard sizes: 6” plates (for 4’ pipe 
space) and 10” plates (for 8’ pipe space) 

ee ie I is ee | Add List $5.00 
Filler plates other than standard sizes 

SEs Foe cist: Li CR Add List $7.50 
Joint strips, 2" wide, for 34’ space between 
abutting cabinets in batteries Add List $5.00 


Addition of Weis Low-Door including prep- 
aration of cabinet. Specify right or left 
hand hinge. See page 4.....Add List $42.50 


Extended base frame, heights up to 10”; see 
Opposite pages a= Request Quotation 


Prices include curtain and rings. 


SPECIAL DRILLING: WEISWAY JUNIOR Cabinet 
will be drilled for valves and head furnished by 
others at no extra charge. Send diagram location 
and sizes of holes, or state make and plate number. 


Omission of valves and head 
EN > MR ea es ore A Deduct List $3.50 


Substitution of WCM mixing valve and 
lnveyerel, joxeto fe) hat Add List $10.00 


Substitution of UHL Weis diverter valve 
combination with upper and lower heads 
and Junior curtain for “Growing Children 
Shower” as illustrated on Page 8... 
on OE OP a ee Add List $21.50 


Substitution of UHF Weis diverter valve 
with upper head and “Foot Shower” com- 


bination as illustrated on Page 8.......... 
PEP etal ta lh tal cn od Add List $22.00 


IMPORTANT WHEN ORDERING: State whether fixture drillings are required on right or left hand side 
of cabinet when facing. State color desired. If other than standard color desired, submit samples. 





EQUIPMENT NOT AVAILABLE FOR 
WEISWAY JUNIOR MODEL: Top- 
ceiling unit with Shower-lite; en- 
trance adapter frame for tiling in 
entrance; corner entrance design; 
Weis High-Door; SVP two-valve 
unit; diverter valve combinations 
for ‘‘Baby Shower’ and ‘Less Ac- 
tive Shower’. 

Walls ordered with prime coat 
finish must be painted or enam- 
eled by others after installation. 








LIST PRICES 
Other Colors | 


| Approx. Freight 


Shipping 
To Your City 


Si 
> Weight 


Ww D 





Pastel Green Prime Coat 








$60.50 $65.50 


30” x 30" x 76" 


$55.50 





BUDGETEER 


WALLS—Galvanized steel. Standard finish—baked prime coat, inside and out for final 
finish by others. Also furnished inside and outside Pastel Green WEISWAY baked 
enamel. (Other colors at small extra cost.) Corner assembly members and top frame— 
black baked enamel. 

RECEPTOR—Galvanized steel, one-piece construction, black WEISWAY enamel finish 
baked on at 350°F. Cast brass waste and wrought strainer, dull chromium plated. 
Threshold and base frame galvanized steel, finished in black baked enamel. 
STANDARD EQUIPMENT—Brass Dull Chromium Plated: 1. CWL two-valve combination 
unit. (See illustration page 9.) 2. Adjustable, water-saver type, self-cleaning head. 
3. Cast waste and wrought strainer for 2” pipe, inside caulking. 4. Soap dish. 5. Black 
enameled steel curtain rod. 6. White duck curtain, 100% preshrunk, with rings. 


OPTIONAL FEATURES AND EQUIPMENT 
Substitution of CWX polished chromium 


Filler plates to. enclose pipe space be- 
tween cabinets in batteries. See page 10. 
Standard sizes: 6” plates (for 4” pipe 
space) and 10” plates (for 8’’ pipe space) 
a Stee oaths Bar Bits bo Wo, Sal Add List $5.00 
Filler plates other than standard sizes 
ee en oN ee Add List $7.50 
Joint strips, 2 wide, for 34" space between 
abutting cabinets in batteries... 
Eis Pe eee ee Add List $5.00 
Addition of Weis Low-Door including prep- 
aration of cabinet. Specify right or left 
hand hinge. See page 4... Add List $42.50 
Extended base frame, heights up to 10”, 
see opposite page... Request Quotation 


SPECIAL DRILLING: BUDGETEER Cabinet will be 
drilled for valves and head furnished by others 
at no extra charge. Send diagram _ location 
and sizes of holes, or state make and plate number. 


Omission of valves and head... 


plated valves, shower head and soap dish 
joletets) Che. ee, Add List $2.00 


Substitution of WCM mixing valve and 
Heddy Dade: Ose ae Add List $12.00 


Substitution of UHS Weis diverter valve 
combination with upper head and low 
hose-spray attachment for ‘Baby Shower’ 
and “Less Active Shower” as illustrated on 
DAG GEO eee eee. ee ee Add List $20.50 


Substitution of UHL Weis diverter valve 
combination with upper and lower heads 
and Junior curtain for “Growing Children 
Shower” as illustrated on Page 8........ 

say Coe RECN ea Ee Add List $23.50 
Substitution of UHF Weis diverter valve 
with upper head and “Foot Shower” com- 


bination as illustrated on Page 8........ 
ek Ree eR A ES 3 Se Add List $24.00 


Prices include curtain and rings. 


IMPORTANT WHEN ORDERING: State whether fixture drillings are required on right or left hand side 
of cabinet when facing. State color desired. If other than standard color desired, submit sample. 





EQUIPMENT NOT AVAILABLE FOR 
BUDGETEER MODEL: Top-ceiling 
unit with Shower-lite; entrance 
adapter frame for tiling in entrance; 
corner entrance design; Weis 
High-Door; SVP two-valve unit. 


Walls ordered with prime coat 
finish must be painted or enameled 
oy others after installation. 


LIST PRICES 
Pastel Green | 


$63.50 | 


Shipping 
Weight 


300 lbs. 


Sy H Code 


36” x 36" x 76" BRKT 


Approx. Freight 


Other Colors | To Your City 


$68.50 


Prime Coat 


$58.50 
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COTTAGER 


WALLS—Galvanized steel, select satin finish, modernistically paneled. Entrance stiles, 
corner assembly members and top frame black WEISWAY baked enamel. 
RECEPTOR—Galvanized steel, one-piece, black WEISWAY enamel finish, baked on at 
350°F. Cast brass waste with strainer—dull chromium plated. Base frame—galvanized 
steel, black WEISWAY baked enamel finish. 

STANDARD EQUIPMENT—Brass Dull Chromium Plated: 1. CWL two-valve combination 
unit. (See illustration page 9.) 2. Adjustable, water-saver type, self-cleaning head. 
3. Cast waste and wrought strainer for 2" pipe, inside caulking. 4. Soap dish. 5. Black 
enameled steel curtain rod. 6. White duck curtain, 100% preshrunk, with rings. 


OPTIONAL FEATURES AND EQUIPMENT 


Filler plates to enclose pipe space between 
cabinets in batteries. See page 10. Stan- 
dard sizes: 6” plates (fer 4 pipe space) 
and 10” plates (for 8’’ pipe space)... 

Le SS Re SS ern AP Rae Add List $5.00 


Filler plates other than standard sizes 
He WL E odh ok  ls e Add List $7.50 


Joint strips, 2'’ wide, for 34" space between 
abutting cabinets in batteries Add List $5.00 


Extended base frame, heights up to 10”, 
HS. Jolete(s Ch ee Request Quotation 
Omission of valves and head No Deduction 
Substitution of WCM mixing valve and 
head pag eso Add List $12.00 


EQUIPMENT NOT AVAILABLE FOR COTTAGER 
MODEL: Top-ceiling unit with Shower-lite; en- 
trance adapter frame for tiling-in entrance; cor- 
ner entrance design; Weis High-Door or Low- 
Door; SVP two-valve unit; Weis diverter valve 
combinations. 


IMPORTANT WHEN ORDERING: State whether fixture drillings are required on right or left hand side 


of cabinet when facing. 


Size 


Ww D H Cat. No. 


Code 


Shipping 
Weight 


Approx. Freight 
To Your City 








30" x 30" x 76" 93G 


$34.85 





WEISTALL 


CURZ | 140 lbs. 


List Price | 


INTEGRAL 


WALLS—Series S—%%"" copper bearing Steel. Series A—Aluminum Alloy. Finished in 
baked prime coat only—gray metal primer baked on at 350°F. 


BOTTOM—Series S—%" galvanized Steel. Series A—'%"” 


Aluminum Alloy. Finished in 


prime coat only—primer baked on at 350°F. Cast brass waste and strainer — brass 


chromium plated. 


STANDARD EQUIPMENT—Brass Chromium plated: 
illustration CWX for Series S; see illustration SVP for Series A—page 9.) 
water-saver type, self-cleaning head. 3. Cast waste and strainer for 2” pipe. 


dishw 5. Curtain erod. 


1. Two-valve combination unit. (See 
2. Adjustable, 
4. Soap 


6. White duck curtain, 100% preshrunk, with chromium rings. 


OPTIONAL FEATURES AND EQUIPMENT 


Filler plates to enclose pipe space between 
cabinets in batteries. See page 10. Stan- 
dard sizes: 6” plates (for 4" pipe space) 
and 10” plates (for 8" pipe space)........ 

roth Se a ae tae ae a Add List $5.00 


Filler plates other than standard sizes 
a al es SS a ee Add List $7.50 

Joint strips between abutting cabinets in 

DCiicrics sane fs eee Add List $5.00 


SPECIAL DRILLING: WEISTALL INTEGRAL Cab- 
inet will be drilled for valves and head furnished 
by others at no extra charge. Send diagram lo- 
cation and size of holes, or state make and plate 


number. 

Addition of Weis Low-Door, including 
preparation of cabinet. Specify right or left 
hand hinge. See page 4... Add List $42.50 
Omission of {Series S, Deduct List $3.50 


valves and head (Series A, Deduct List $7.50 






Size 


ae Code 

"3 36"x72" | 1S  WSIK 
"%28"x72" | 2S  WSOU 
“%40"x72" | 3S | WSOV 
32" x 32" x72" | 48 | WSAR 


Extras At List for Special Sizes of Series S Cabinets 


(Note: Series A cabinets usually furnished in standard sizes only 
Information and prices on special sizes on request.) 


Group 1—36” x 42’° x (72"" or 78” 
Rddi\ 36, 248 30727 

( List ) 
$9.00 


Group 2 
( Add List 
$16.50 


— 36’ x 48°’ x (72"" or 84’) 
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Series S—Steel 


Be AZ exe (Te OF 101. OF) 04 a) a ere ee Approx. 
Any Std. Cabinet Special Height 78°’ or 84°’ Approx. 


42" x 48°" x0 (72°) or 78% or 84'%) 
AG*T 48a (72, sore 70. :OF) G4.) 5 = ee Approx. Wot. 





List ERD ION: 

7 - rel ° 
| waren | PHee | Your city | Hot 
| 360lbs. | $78.50 1A 
POSAiing, (478,50: ee 2A 
BAN bse) 678.50, ithe | 3A 
| 320 Ibs. 73.50 | EAR 


Series A—Aluminum Alloy 


SVP 2-valve unit {Series S, Add List $7.00 


and head, page9 Series A, Included 
WCM mix. valve {Series S, Add List $10.00 
and head, page 9 (Series A, Add List $ 3.50 
EQUIPMENT NOT AVAILABLE FOR WEISTALL 
INTEGRAL MODEL: Top-ceiling unit with Shower- 
lite; entrance adapter frame for tiling in entrance; 
Weis High-Door; Weis diverter valve combina- 
tions; baked enamel finish. 

NOTES 
After installation, cabinets should be given two 
coats of air drying enamel of good quality, ap- 
plied according to manufacturer’s instructions. 
Weistall baked on metal primer will not bleed 
through finish coats. 
Baked enamel finish not available. 
The bottom and sides, too, if designated to be 
placed against masonry walls will be given an 
additional coat of Weistall acidproof paint. 
Prices include curtain and rings. 
IMPORTANT WHEN ORDERING: State whether 
fixture drillings are required on right or left 
hand side of entrance when facing. 





pig at 

. . . j t t 
Code | Weldnts | pittb Your City 
WAFJ | 220 lbs. $141.00 ‘2 eee 
WAGT 220 lbs. 141.00 wie 22 eee 
WAHB 220 lbs. 141.00 |= eee 
WAJX 200 lbs. 135.00 





Any Weistall Integral Cabinet larger than 36” 


either way shall be classed as special and take 


@ group extra in accordance with the schedule 
at left. (This does not apply to No. 2-S and 3-S 


cabinets which are standard sizes.) 


- 425 lbs. 
- 430 Ibs. 
- 425 lbs. 
- 400 lbs. 


. 465 Ibs. 
Approx. Wot. 500 lbs. 
550 ibs. 








EEE 





Any standard height (72”) cabinet having one 
dimension 36” with the other dimension smaller 
than 36” shall be classed as standard and priced 
the same as the No. 1-S. 

Any standard height (72") cabinet having one di- 
mension 32’ with the other dimension smaller 
than 32’ will be priced the same as the No. 4-S. 























WEISWAY FOOT-GRIP-NO-SLIP RECEPTORS 


The new FOOT-GRIP—NO-SLIP vitreous porcelain enam- 
eled shower receptor is now available in a special design 
adaptable to walls of tile or other materials. This develop- 
ment assures permanent leakproofness and eliminates the 
expensive necessity of built-in lead pans, special drains, etc. 
The beauty, permanency and sanitation of vitreous porce- 
lain is at last combined with a floor surface that is non- 
slip, wet or dry. The WEISWAY receptor, which is one-piece, 


















Si Cat. | | Shippi List | A . Frt. 
ay No. | Code | Weights Prices | to Your City 
321%, 922 30 CPT | CPTB | 100lbs. | $27.50 | . 
SO ROO RCOIC rT MCE coh OO Jbsr ime ZO DO mn 


This space may be filled in, 
if desired at time of 
installation 


Metal Lath 
€ Plaster 


_<Tile 


3Xor 36" 
Receptor 


me Strainer 





er, 























Rough Floor 


SECTION THRU BACK OR SIDE WALL DRAIN SECTION THRU THRESHOLD 





leakproof and non-breakable, can be carried and set by 
one man. 

SPECIFICATIONS: Armco Iron, one-piece, vitreous porce- 
lain enameled. Exterior—jet black. Interior—textured green 
on black. Floor—FOOT-GRIP—NO-SLIP surface. Chromium 
plated cast brass waste and strainer for 2” pipe, inside 
caulking. Base frame—galvannealed steel, black WEIS- 
WAY baked enamel finish. 





WEIS ENTRANCE ADAPTERS 


VITREOUS PORCELAIN ENTRANCE ADAPTER STILES 
VP WEISWAY model is available with specially designed 
front entrance stiles and header forming an integral black 
vitreous porcelain enameled entrance frame with which 
front facing of tile, glass, marble, linoleum or plaster may 
be combined. Special threshold is chromium plated brass. 
Finished installation will be similar in appearance to 
chromium plated brass entrance adapter frame illustrated 
at right, except stiles and header are biack vitreous por- 
celain. Adaptable to VP WEISWAY model only—see ‘“Op- 
tional Equipment” page 2. 


NOTE: Weis High-Door may be used with Weis Entrance Adapters. 


DETAILS OF 
CHROMIUM PLATED BRASS 
ENTRANCE ADAPTER FRAME 


DETAILS OF 
VITREOUS PORCELAIN 
ENTRANCE ppaGins Sues 


CHROMIUM PLATED BRASS ENTRANCE ADAPTER FRAME 
A combination buck and trim of chromium plated brass for 
the easy adaptation of VP WEISWAY Cabinet Shower en- 
trances to tile, glass, marble, linoleum or plaster front 
facing, if desired, where cabinet is recessed. Furnished 
with knocked-down jambs, header and threshold, as de- 
tailed below. This combination, when assembled, affords 
a practical, permanent and finished opening treatment. 
See illustration below. Adaptable to VP WEISWAY model 
only—see “Optional Equipment” page 2. 


VP WEISWAY Cabinet Shower with Chromium 
Plated Brass Entrance Adapter Frame. 





Tre 








Patent Applied For Patent Applied For Bae 


Scale—3=|-0” 


Black Vitreous 
Porcelain” 
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_Top- =calng Ua 
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SECTION THRU’ ‘HEAD JAMB 
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if Cabinet 


Wainscot Cap 7 
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a 


4\e 


f I 
SECTION THaU SIDE JAMB 
a 4 | V 1 1 TH 
Brass~Chromium Plated | Brass-Chromium Plated 
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SECTION THRU FRONT STILE 














Metal Lath 
€ Plaster 





Metal Lath — 
& Plaster 








Tile 





Base Frame 


SECTION THRU THRESHOLD SECTION THRU THRESHOLD 
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WEIS DIVERTER VALVE COMBINATIONS 
UHS COMBINATION 


FOR 

BABY SHOWER 
The low hose-spray 
attachment pro- 
vides the ideal 
baby bath—a gen- 
tle spray. The spec- 
ial shower ham- 
mock — continually 
drains, has _ top 
that turns down for 
drying and dress- 
ing and protective 
apron with con- 
venient supply 
pockets. With indi- 
cator arrow on cen- 
ter diverter valve 
turned up, water 
is directed to upper 
head for adult use. 
UHS Combination Includes: (1) 14’' two-valve unit 
with diverter valve for top and bottom discharge; 
renewable seats; indexed, cross handles. (2) Adjust- 
able, water-saver, self-cleaning type upper head. 
(3) Upper and lower bent arms with lock nuts and 
wall flanges. (4) Hose connection for lower arm with 
S-ft. rubber hose and rubber bound spray head. 
(5) Riser pipes. 

Complete unit, except galvanized pipe, cast brass, 
polished chromium plated. 


Available for VP WEISWAY, BW WEISWAY, WEIS- 
WAY STANDARD and BUDGETEER models. 


Complete information on Baby Shower Hammock fur- 
nished upon request. 














{ 


& ieee 


UHL COMBINATION FOR GROWING CHILDREN SHOWER 


The children at last can have the bath they like—a shower. The 
diverter valve directs the water either to the upper head for 
adult use or to the lower head arranged for children. The junior 
curtain protects the mother when assisting the very young. 


UHL Combination Includes: (1) 14” two-valve unit with diverter valve for 
top and bottom discharge; renewable seats; indexed, cross handles. (2) Ad-. 


FOR 
LESS ACTIVE 
SHOWER 


Some people find it 
difficult and dan- 
gerous to get in 
and out of a bath 
tub. These less ac- 
tive find the UHS 
Combination with 
low hose-spray at- 
tachment the ideal, 
comfortable and 
safe way to bathe. 
They can just walk 
in and be seated. 
With indicator ar- 
row on center di- 
verter valve turned 
up, water is direct- 
ed to upper head 
for regular use. 





See specification at left. 


UHF COMBINATION FOR FOOT SHOWER 
Nothing contributes so much to real foot com- 
fort as thorough, daily foot baths. For adults, 
and children too, could any way be as conveni- 
ent, quick and effective as the WEISWAY Foot 
Shower? Diverter valve directs water either 
to upper shower head or to the Foot Shower. 


UHF Combination Includes: 
(1) 1%4" two-valve unit with 
diverter valve for top and 
bottom discharge; renewable 
seats; indexed, cross handles 
(2) Adjustable, water-saver, 
self-cleaning type upper head 
and bent arm with lock nut 
and wall flange. (3) Combi- 


: P i t and foot 
justable, water-saver, self-cleaning nation bell spout a 


type upper and lower heads. (3) rest. (4) Riser pipes. 
Upper and lower bent arms with ; Complete unit, except gal- 
lock nuts and wall flanges. (4) Pre- PO ey ‘3 ey vanized pipe, cast brass, 


polished chromium plated. 


Available for VP WEISWAY, 
BW WEISWAY, WEISWAY 
STANDARD WEISWAY JUNI- 
OR and BUDGETEER models. 


shrunk white duck junior curtain —~ 
with hanger. (5) Riser pipes. ae 
Complete unit, except pipe, cast 
brass, polished chromium plated. 
Available for VP.BW.STANDARD, 
JUNIOR and BUDGETEER models. 


A ] 
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UHS COMBINATION ———>- Ue cee || bee ee Ue sm |e z 

for COMBINATION io inl COMBINATION i 

“BABY SHOWER” and “LESS ACTIVE SHOWER” for i 2 : for 91 | ae ‘9 | 

Available for “GROWING a FOOT SHOWER” || | : 
g CHILDREN he nen 
VP Weisway , BW Weisway = SHOWER” 71? “ag | Avaitablestor ie 30 Sa sat 3 1G Ae 
Weisway Standard and Budgeteer models. > : if Te] 80h Ss 7p Wetswa ro ih |e 
Available for b 2 sia y 4] Li = 
a _| ; & eisway Nae! = SBA 
ie Dar eat ee F ay Sincare TB! | 
— Saale ‘ Outside of : Weisway Junior 
Io : Weisway Standard me 
> Cabinet ertpaar Icaias and Bares ch i 

and Budgeteer models. 2 | 
models. _ cs | 
z Room Floor ays — 





} Room Floor 7 





PLAN OF VALVE BODY 
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CWX TWO-VALVE UNIT 
Valves: 14" combination unit, 
334" centers; renew- 
able seats; indexed, 
cross handles. 
Cast Brass, adjust- 
able ball joint, 
water -saver, self- 
cleaning type; bent 
arm with lock nut 
and wall flange. 
Polished chromium 
plate. 

Standard Equipment On: 
BW WEISWAY, WEISWAY 
STANDARD, WEISWAY 
JUNIOR and SERIES § 
WEISTAL INTEGRAL mod- 
els. 

Optional Equipment 
BUDGETEER model. 


Head: 


Finish: 


On: 


On BW Weisway 
Weisway Standard 
Weisway Jumior and On 


CWL TWO-VALVE UNIT 
Valves: 14" combination unit, 
336" centers; renew- 
able seats; indexed, 
lever handles. 


Head: Cast Brass, adjust- 
able ball joint, 
water -saver, self - 


cleaning type; bent 

arm with lock nut 

and wall flange. 
Finish: Dull chromium plate. 


On: 
COT- 


Standard Equipment 
BUDGETEER- and 
TAGER models. 


NOTE: 


FOR 





WEIS STANDARD AND OPTIONAL VALVE and HEAD EQUIPMENT 


SVP TWO-VALVE UNIT 

Valves: 44" combination unit, 
6" centers; renew- 
able seats; unions; 
escutcheons; index- 
ed, cross handles. 
Cast Brass, adjust- 
able ball joint, 
water -saver, self - 
cleaning type; bent 
arm with lock nut 
and wall flange. 
Polished chromium 
plate. 
Standard Equipment On: 
VP WEISWAY and SERIES 
A WEISTALL INTEGRAL. 
Optional Equipment On: 
BW WEISWAY, WEISWAY 
STANDARD and SERIES S 
WEISTALL INTEGRAL. 


Head: 


Finish: 


FOR 


The shower head 


—— 





WCM MIXING VALVE 
Mixing Valve: 14" inlets; re- 
newable seats; 
brass dial plate and 
handle. 

Cast brass, adjust- 
able ball joint, 
water - saver, self- 
cleaning type; bent 
arm with lock nut 
and wall flange. 
Polished chromium 
plate. 
Optional Equipment 
All models. 


Head: 


Finish: 


On: 


On On 


Budgeteer models. 

















On 
YP Weisway 
BW Wersway and 
Weisway Standard 














Weistall Integral 
Mode] 

















_ On 
Weistall Integral 
Model 

















CWX 


TWO-VALVE UNIT 


PLAN OF VALVE BODY 


SVP 


TWO-VALVE UNIT 


PLAN OF VALVE BODY 








should always be 
placed on the side 
near the front of the 
cabinet to enable 
the bather to adjust 
water temperature 
before entering and 
to assure the direct- 
ion of the spray to 
the rear , away from 
the entrance. 


e 
All assemblies made 
for metal wall 
mounting. 


FOR 


WCM 


MIXING VALVE 


PLAN OF VALVE BODY 


Budgeteer 


CWL 


TWO-VALVE UNIT 

















Cottager 























On VP Weisway 
BW Weisway 
Weisway Standard 
Weisway Junior and 
Budgeteer models. 























On 
Werstall Integral 
Model 

















PAGE NINE 














CONSTRUCTION and INSTALLATION DETAILS 


DIMENSIONAL DATA 


VP \WEIS\WAY BW WEIS\VAY WEISWAY STANDARD BUDGETEER WEISWAY JUNIOR 


| — \vidth —| * 
he i — ‘ 3 5” 
<— Width ! <—\Width —| Width less $° —] 4 


Ney 





5” 
6 





he 
i} 





— 
e 


3 
8 











k— Depth 


L Depth less 





> 
16 


20"—>-30'v — 24" —o-32"y — 
-2.2" —-32'w PSone WEISTALL INTEGRAL 


-— 24" >< 36 W —26" —42"y — . 
rie SEAL ane: | <— Width 
26 ae 

















CORNER ENTRANCE MODELS 
No. 42 VPC Nos. 36VPC and 36VSC No. 36VRC 


360 





























22" —-28'w 
sin 36IW see 
pa a a0" 








NOTE: Receptors project beyond side walls as noted 
above on Weisway Standard, Weisway Junior, Budqeteer 
and Cottaqer models. Receptors are flush with walls 
on outside of VP and BW Weisway models. 


FILLER PLATES & JOINT STRIPS| DETAIL OF RECEPTOR & DRAIN CONNECTION 


Applicable to all models except Weistall Integral 





Wall All connections made from in side of receptor 














a g ; : : Finished 
To conceal pipe To conceal pipe space To fill out Receptor Standard Praik eran area IK 

space between — when piping cannot surplus width center of receptor both ways. 
cabinets in conveniently be of arecess. 

batteries. concealed in wall. Base Frame 


: = Site Des ei ; tet ; es ys aoe Z 
, for one fixture 
Space is allowed betwee as 


\" Sub-Floor 
extreme projections of K- 8 for two fixture 2" Pipe should extend | to lz 
cabinets above floor NOTE: Cabinet may be set 


5 DETAIL OF directly on finished floor or on 
FILLER PLATE Trap ~ By Others sub-floor with finished floor 


Style Optional laid-up to base frame. 














cover"to2’space between walls of 
abutting cabinets resulting from receptor =). 
projection beyond wall lines on all models Receptor Leather Gasket 
except VP and BW Weisway and Weistall = Base Frame of y Ds laclkeNUt 





Joint strips suggested if desired to Removable elles! Mastic a). 


Integral. Latter models have flush 
exterior surfaces. 

















2" Pipe— By Others Lead & Oakum Caulking 
DETAIL OF JOINT STRIP (Galv'd., Brass or Cast Iron) By Others 


INSTALLATION DATA 


SECTION OVER ENTRANCE APPLY- SECTION AT TOP OF SIDE OR SECTION AT TOP OF SIDE OR BACK SUGGESTED CORNER CONDITION 
ING TO VP AND BW \VEIS\VAY MODELS BACK APPLYING TO VP AND B\v APPLYING TO \WEIS\VAY STANDARD, AT BUILDING WALL. 

WHEN TOP-CEILING UNIT 1S USED WEISWAY MODELS WITH TOP- WEISWAY JUNIOR BUDGETEER AND 
WITH SPACE ABOVE CABINET ENCLOSED. CEILING UNIT OMITTED AND COTTAGER MODELS SHO\WING SUG- 
Oy Metal Lath & Plaster, CABINET SET DIRECTLY AGAINST GESTED TREATMENT IN NE\vV 

Wallboard or Tile. EXISTING BUILDING WALL. CONSTRUCTION OR REMODELING. 


aN 


GROUND NOT NECESSARY ON 
REMODELING INSTALLATION 























: Trim moulding 
Cabinet need not be anchored to building wall, J / of \Vood, metal 
It desired, anchorage is easily obtained with : or tile - 
4 concealed screws directly into building wall By Others 
i through top frame only. Cabinet assembly : 
| proper is thus permitted to adjust itself 
Bs BY eet Meal to possible settling of building. 
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SUGGESTED APPLICATIONS and LAYOUTS 


Each WEISWAY Cabinet Shower Is Designed For Specific Uses. 


The wide range of Weisway models provides a considered 
choice for every need in new buildings or in modernizing 
existing ones. Models vary from those suitable for the finest 
homes to those serving the simplest summer cottages—from 


Model 
Ee 2 (Saas ie | ee (ee 
x x 











Basements 








Apartments 
Hotels 
Clubs 





Schools 









































models in keeping with the equipment of the best hotels, 
schools and clubs to models equal to the demands of in- 
dustrial use. 














INDUSTRIAL BATTERIES 
(with filler plates to enclose pipe spaces)” 


CLUBS 
(With WEISTEEL Dressing Compartments) 


HOW TO ESTIMATE FREIGHT CHARGES 


The VP WEISWAY, BW WEISWAY, WEISWAY STANDARD, WEIS- 
WAY JUNIOR, BUDGETEER and COTTAGER Cabinet Showers take 
the third class rate for the complete cabinets. WEISTALL INTEGRAL 
Cabinet Showers in steel take first class rate; in aluminum take one 
and one-half times first class rate. GLASS SHOWER DOORS take first 
class rate. 

The above rates apply to all destinations except those in the Far 
West that are located on trunk line railroads and are main line 


points. The special Far West commodity rates and forwarding com- 
pany rates available on shipments to those points are furnished 
on request. 

On shipments to Far West destinations that are not main line points, 
it is most economical to ship to nearest main line point at commodity 
rate applying and reship at loca] rate. 

Freight rates from factory to territorial or foreign destinations fur- 
nished upon request. 


TERMS AND CONDITIONS OF SALE 


All prices f. 0. b. factory, Elkhart, Indiana. 

TERMS: 2% cash 10 days, 30 days net. 

Price and specifications are subject to change without notice. 
Clerical errors subject to correction. 


All prices and agreements are contingent upon strikes, accidents and 
other causes unavoidable or beyond our control. 


Goods proven to be defective will be replaced, but no claims for 
damages incurred or work done thereon will be allowed. 


Manufacturer's liability ceases upon delivery of shipment to carrier. 
Consignee to file claim against carrier for all goods damaged in 
transit. 

Federal or State taxes now in effect or hereafter imposed involving 
production, treatment, manufacture, sale or delivery shall be for the 
account of and paid by purchaser. 

The possession of this price list by any person is not to be construed 
as an offer to sell him or anyone else the goods listed herein at the 
price stated. 
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WEIS Wir v 


THE COMPANY 


The Henry Weis Mfg. Company, Inc., was 
founded in 1876. The entire sixty years’ life 
of this company has been devoted to the 
manufacture of high quality metal products. 
It originated WEISWAY Cabinet Showers in 
1922 and has continuously contributed out- 
standing improvements in design and con- 
struction to the industry. 


This long experience in the design and manu- 
facture of this specific type of product, coupled 
with a broader use of WEISWAY Cabinet 
Showers than ever before, provide a definite 
measure of the quality and dependability of 
both the products and the company’s service. 


SALES AND SERVICE 


Jobbers, plumbers, architects, engineers, buil- 
ders and owners are invited to avail them- 


selves of the company’s facilities for detailed 
information on specific requirements, without 
obligation 

WEISWAY Cabinet Showers are sold and 
serviced by trained and experienced repre- 


sentatives in all principal cities in the United 
CATALOG—PRICE LIST 
No. 337 


PRINTED IN U. S. A. 
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